Beaumont 6 

William Beaumont Hospital 

Royal Oak 



July 25, 1988 


The Council for Tobacco Research - USA, Inc 

900 Third Avenue 

New York, NY 10022 

To Whom it may concern: 

Please send me your application and any pertinent information for applying for 
funds for research support. Please mail to: 

J.N. Shanberge, M.D. 

Dept of Clinical Pathology 
William Beaumont Hospital 
3601 West 13 Mile Road 
Royal Oak, MI 48072 

Thank you for your prompt attention in this matter. 



JNS/pk 


3601 West Thirteen Mile Road Royal Oak, Michigan 48072-2793 (313) 288-8000 
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Source: https://www.industrydocuments.ucsf:edu/docs/npvc0000 





